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18 JUN 1974 


MEMORANDUM FOR: 


SUBJECT 


Deputy Director of Security (PS I) 

Deputy Director of Security (PTOS) 

Annual Report to the Attorney General 
Oj^^ire tapping and Eavesdropping Equipment 


1. The General Counsel has requested that the Office of 
Security submit to him an inventory of wiretapping and electronic 
eavesdropping equipment in our possession in the United States 
the fifty states), including equipment used by the 
Interagency Training Center for which the Agency acts as 
executive agent, 

** *?* p ? st the offic « response has been limited 

to the Technical Security Division and its activities, it is 

IS**. this yoar t0 leVy this inquiry on all activities 

Of the Office. 


3. Attached for information is a copy of last year’s 
submission to the General Counsel* It will be appreciated if 
you can respond as soon as possible, but no later than noon, 
14 June, to the Chief, Plans, Programs Branch, Room 4 E 58, 
Headquarters , 
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17 June 1974 


OGC, called, 


Security's input to annual report is due. 

Last year's submission was dated 19 Jun 73 

Subject: Annual Report to Attorney General 
on Wiretapping and Eavesdropping 
Equipment, 1973 


Relda 
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